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HST F814W images (Koekemoer et al. 2007, 2011) corresponding to [CII] flux maps in Fig. A.5. Each panel is 5″ × 5″ or about 33 × 33 kpc at the mean redshift z = 4.7 of the survey, centered on the position of the source in the UV rest-frame HST-814W images. The white contours represent the distribution of the [CII] flux from Fig. A.5, and the grey-filed ellipse is the ALMA beam size.
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Velocity-integrated [C II] flux maps obtained collapsing the cube channels containing the [C II] line (see text). Each panel is 5″ × 5″ or about 33 × 33 kpc at the mean redshift z = 4.7 of the survey, and centered on the position of the source in the UV rest-frame based on HST-814W images. The object name and morpho-kinematic Class (see Sect. 6) are indicated on top of each sub-panel.



    

  